Corner I.D. 


MONUMENT RECORD I - 5 

STATE OF INDIANA - COUNTY OF MONROE 

SECTION_5_, TOWNSHIP 8 NORTH , RANGE 1 EAST _ 

MONUMENT DESCRIPTION & REMARKS 

FOUND IRON PIPE ONE INCH IN DIAM. AND SIX INCHES ABOVE GROUND 
IRON PIPE IS SOLID IN GROUND. _ 


RECOVERrnt'DIfflmTO- 


P. K. NAIL ON 
EAST SIDE OF 
!2" BLACK OAK 


P. K. NAIL ON 
SOUTH SIDE OF 
12" WHITE OAK 



P.K. NAIL ON WEST 
SIDE OF 12" WHITE 
OAK ( OLD FENCING 
IN TREE RUNNING 
NORTH £ SOUTH) 


l DIAM . IRON PIPE 
6" ABOVE GROUND 
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NOT TO SCALE 


STATE OF INDIANA 

COUNTY OF MONROE 

I, EDMUND 0. FARKAS HEREBY CERTIFY THAT THIS 

DOCUMENT WAS PREPARED UNDER MY DIRECTION IN ACCORDANCE 
WITH THE PROVISIONS OF SECTION 17-3-64-4 - 17-3-64-8 OF 
THE INDIANA CODE; BEING ACTS OF 1965; CHAPTER 319; AND 
THE ABOVE DATA IS GIVEN UNDER MY HAND AND SEAL 

THIS n TH DAY OF JULY , 19 83 A.D. 
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